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^ — v * v , ^uiu - /Auuusi i /, zuuv you or vour 

organization committed the following violation of Federal Regulations; 

9 CFR, SECTION Failure to 

2.40 (b)(2) • Establish and maintain adequate veterinary care programs 

that include the use of appropriate methods to prevent, 
control, diagnose, and treat diseases and injuries, and the 
availability of emergency, weekend, and holiday care. 

(Rabbit #27 had a corneal lesion on the center of the left eye that was 
slightly raised above the surface of the cornea characterized by an 
opacity with some vascular injection origniating from the scleral 
3 52 (a) conjunctiva. Licensee failed to seek immediate veterinary care.) 

W * Shelter from sunlight. When sunlight is likely to cause 

overheating or discomfort, sufficient shade shall be provided 
to allow all rabbits kept outdoors to protect themselves from 
the direct rays of the sun. When the atmospheric temperature 
exceeds 90 [deg]F artificial cooling shall be provided by a 
sprinkler system or other means. 

(At the time of inspection the ambient temperature of two rabbit 
enclosures in direct sunlight was 84 degrees.) 
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